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LIMITED OFFICIAL USE KUALA LUMPUR 1273 

DEPT FOR A/SY/T AND A/SY/FO 

BANGKOK FOR TSO 

HONGKONG FOR OIC/RTC 

E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: FRISKEM WALK-THRU METAL DETECTOR 

1 . FOREIGN SERVICE INSPECTORS CURRENTLY AT POST HAVE EXPRESSED 
CRITICISMS OF INOPERATIVE "FRISKEM" AND IN VIEW OF PAST HISTORY 

OF THIS PARTICULAR PIECE OF EQUIPMENT (THREE WEEKS OPERATION ONLY 
OVER THE PAST YEAR) THAT IT SHOULD BE REPLACED BY A MORE RELIABLE 
UNIT. 

2. RSO AND TSO ARE IN COMPLETE AGREEMENT WITH THE RECOMMENDATION 
SINCE THE RELIABILITY OF THIS UNIT IS QUESTIONABLE. POSSIBLY 

WITH ITS RETURN TO THE DEPARTMENT THE CLOSE ATTENTION OF 
"FRISKEM" REPRESENTATIVE COULD GET IT OPERATING AND PUST INTO 
SERVICE. AT POST IT IS USELESS, WHILE A REPLACEMENT UNIT 
WOULD PERFECT THE SEARCH PROGRAM WHICH HAS WANED BECAUSE 
OF EQUIPMENT FAILURE. 

LIMITED OFFICIAL USE 

LIMITED OFFICIAL USE 
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3. REQUEST REPLACEMENT EQUIPMENT BY FORWARDING TO 
KUALA LUMPUR AS SOON AS POSSIBLE. 

UNDERHILL 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 28-Feb-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 22 May 2009 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977KUALA01273 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770068-0579 

Format: TEL 

From: KUALA LUMPUR 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t1977023/aaaaacwe.tel 

Line Count: 58 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 37891 7c5-c288-dd11-92da-001cc4696bcc 
Office: ACTION SY 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: LIMITED OFFICIAL USE 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 04-Jan-2005 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3290512 
Secure: OPEN 
Status: NATIVE 

Subject: FRISKEM WALK-THRU METAL DETECTOR 
TAGS: ASEC 
To: STATE 
Type: TE 
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